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FROM : 25X1A 
ACTION: QPS (41,2) 
ro: §/¢ (3) 


25X1A BI 0322 (1 30254) "G97 23 PR 58 PER IMMED = 
25x14 TO: CITE: 
oxi,  23/06507 i. 
25X1A_ + 
A 1937 


25X1A B BN 23/06352 
© ESTIMATE MISSION SUCCESS: 6 PERCENT SUCCESSFUL 
WEATHER: LITTLE WORSE THAN BRIEFED, NAVIGATION AND 
COMMUNICATIONS: NO MAJOR FROBLEMS f Jeni 
D REMARKS: NONE 
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